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PLATE                                                                                                                              FACING PM1K
XL A. Interstitial fibroid undergoing early necrobiotie de-
generation, or necrosis with haemolysis. B, Fibroid and
endometriosis of the ova.ri.es (colour) -          -          - 458
XII. A., Acute irido-cyclitis, B. Chronic irido-cyclitis. c.
Irido-cyclitis. D. Acute metastatic choroiditis. u. Old
disseminated choroiditis. p. Melanotic sarcoma of
choroid. o. High myopia (colour) -          -          - 500